BALANCE CRANES.
2OI
A crude device is to make a box, fit it on the tail of the crane, and load it with stone. But cast weights are generally supplied, uniform in size and shape, and loaded
either into a box in hand cranes, or under the footplate in steam and electric cranes. Sometimes so much balance is required that wing plates have to be fitted, standing out